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Message Text 

UNCLASSIFIED 

PAGE 01 NEW DE 07852 021116Z 
ACTION NEA- 10 

INFO OCT-01 EB-07 ISO-OO /018W 

021117Z 035006/10 

P R 020802Z JUN 77 
FM AMEMBASSY NEW DELHI 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 3802 
AMCONSUL BOMBAY 
AMCONSUL CALCUTTA 
AMCONSUL MADRAS 

UNCLAS NEW DELHI 7852 

E.O. 11652: N/A 
TAGS: BEXP IN 

SUBJECT: CATALOG EXHIBIT: SPOT CHECK ON OUTCOME OF U.S. SCIENTIFIC 
MEDICAL AND INDUSTRIAL INSTRUMENTS - FEBRUARY/APRIL 1976 

REF: NEW DELHI 12883, 9/1/76 

1 . IN ORDER TO EVALUATE THE EFFECTIVENESS OF THE CATALOG SHOW, THE 
EMBASSY AND THE CONSULATES GENERAL UNDERTOOK A SPOT SURVEY ON THE 
OUTCOME OF THIS EXHIBIT HELD IN FEBRUARY- APRIL 1976 AT BOMBAY, 

NEW DELHI, CALCUTTA, MADRAS AND BANGALORE.) THE RESULTS OF 
THIS SECOND SPOT-CHECK ARE AS FOLLOWS: 

SALES/COMMISSION AGENCY ARRANGEMENTS 

A) ESTABLISHED - 17 

B) PENDING NEGOTIATIONS -9 

TECHNICAL/FINANCIAL COLLABORATIVE ARRANGEMENTS 

A) PROPOSALS SUBMITTED TO GOI - 2 

B) PENDING NEGOTIATIONS -4 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 NEW DE 07852 021116Z 

BUSINESS CONCLUDED BY EXISTING/NEW SALES 
AGENCIES DURING CY 1976 - DOLS668,600 

PROJECTED SALES FOR CY 1977 - DOLS2.0 MILLION 

2. 75 INDIAN FIRMS RESPONDED TO OUR WRITTEN AND TELEPHONE INQUIRY. 

THE PERCENTAGE OF RESPONSE RANGED BETWEEN 30- AND 70 FROM FIRMS 
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IN BOMBAY, NEW DELHI, BANGALORE AND MADRAS. HOWEVER, RESPONSE 
FROM THE CALCUTTA EXHIBIT WAS POOR. MORE THAN THREE DOZEN RESPON- 
DENTS OUT OF A TOTAL OF 75, REPORTED "NO BUSINESS" AS A RESULT OF 
THE CATALOG SHOW. 

3. WITH MINOR EXCEPTIONS, THE BUSINESS WAS GENERATED ENTIRELY BY 
THE EXHIBIT. THREE COMPANIES SEEMED RELUCTANT TO ACCORD FULL 
CREDIT TO THE CATALOG EXHIBIT FOR THEIR BUSINESS SUCCESS. HOWEVER, 
ONE OF THEM ADMITTED THAT IN THE PRE-SHOW PERIOD IT "COULD NOT DO 
ANY BUSINESS". ANOTHER OBSERVED THAT THE EXHIBIT HAS RESULTED IN 
MANY NEW CUSTOMERS AND ITS SALES ARE EXPECTED TO INCREASE FROM 
DOLS40.000 IN 1974 TO ABOUT DOLS500,000 IN 1977. 

4. THIS SUPERSEDES EARLIER DATA PROVIDED IN THE REFERENCED 
TELEGRAM . GOHEEN 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 02-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977NEWDE07852 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 96-0704 
Format: TEL 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770698/aaaadhta.tel 

Line Count: 77 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 1c0b4186-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 NEW DELHI 12883 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 19-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2305035 
Secure: OPEN 
Status: NATIVE 

Subject: CATALOG EXHIBIT: SPOT CHECK ON OUTCOME OF U.S. SCIENTIFIC MEDICAL AND INDUSTRIAL INSTRUMENTS - 

FEBRUARY/APRIL 1976 

TAGS: BEXP, IN 

To: COM 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/1 c0b41 86-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



